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London, as does the cross mint-mark ; and probably when
the rose was introduced, the local makers, averse to
change, added it to the legend instead of substituting
it for the cross. These pennies read on the reverse
DOHOLT, and have a rose in the centre of the cross.

The York penny previously alluded to, which I have
no hesitation in attributing to the heavy coinage, is
unfortunately imperfect where the mint-mark should be,
but it has the quatrefoils at the sides of the neck, and
in size and general character corresponds with the Lon-
don penny with the rose mint-mark, which no doubt
should be there. The reverse is without the quatrefoil
in the centre of the cross, and the coin is no doubt from
the Eoyal mint, which, although apparently very inactive
for some time past, would seem to have occasionally
struck a few pennies. This York penny weighs 13
grains, and has probably lost a little through wear and
clipping, although not very much. In connexion with
the question of whether a coin belongs to the heavy or
light coinage of this reign, it must always be remembered
that with the possible exception of halfpennies and
farthings, the coins very rarely, if ever, come up to their
proper weight, and are usually appreciably below it.
This is apparently more particularly the case with
pennies, Mr. Both's early "heavy" penny weighing
barely 12 grains. However, the two which I have cited as
examples are both of larger size and different character
to any light pennies, which, together with their weight*
leaves no doubt as to their correct attribution.